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CORRIGENDA TO VOL. 103, PART B SUPPLEMENT No. 2, 1956 


Page 353: References 2, 7 and 8 should read: 


(2) BusLik, W. S.: ‘I.B.M. Magnetic Tape Reader and Recorder’, Review of Input and Output Equipment used in Computing 
Systems, Joint A.I.E.E.-I.R.E—A.C.M. Computer Conference, December, 1952, p. 86. 

(7) WALLAcE, R. L., JR.: ‘The Reproduction of Magnetically Recorded Signals’, Bell System Technical Journal, 1951, 30, p. 1145. 

(8) BeGuN, S. J.: ‘Magnetic Recording’ (Murray Hill, New York, 1949). 


CORRIGENDA TO VOL. 104, PART B, 1957 


Page 406: On Fig. 2, the scale of the ordinate should be multiplied by 102, not 104. 
On Fig. 3, the scale of the ordinate should be multiplied by 102. 
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